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is to prevent a miner from continuing to use a lamp of
which the outer coyering has been broken, as if this were
done the glass globe of the lamp, "being of very much thin-
ner glass than the outer covering, would be very likely to
get broken, and although the lamp would be extinguished
almost immediately by the fibre burning away, there might
be just time for it to ignite the explosive gas in the mine.. 77,
